In Room Nos.   3-7 and travelways to the cited  areas  could have been used
by miners.    Tr.  29, 43-4A,  74.     In the absence of any affirmative measures
by Halfway to prevent miner exposure to the roof fall hazard found to
exist in Room Noa.  8 and 9,  a roof fall with resulting  Injury to a miner
remained a reasonable possibility.

Finally,  Halfway does not dispute on review that any actual  injury
from a roof fall would be reasonably serious  in nature.     Our decisions
have stressed the fact that roof falls remain the leading cause of death
in underground mines.    _See_,  e.g.,  Consolidation Coal Co.,   supra,  6
FMSHRC at 37-38 & n.   4.

Accordingly, we conclude that the violation In this  case properly
was found to be "significant and substantial"  in that  there was a reason-
able likelihood that Halfwayfs noncompllance with the  supplemental
support requirements of  Its roof control plan could  significantly and
substantially  contribute to  the  cause and effect of   a  roof  fall hazard.
The decision of  the administrative law judge  is affirmed.  5/

"Richard V.  Backley,   Commissioner

Joyce At  Doyle,   Commissiotter
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L,  Clair Nelson,   Commissioner

"57"Chairman "i?o"rd assumed office after this case had been considered at
a Commission decislonal meeting and took no part in the decision.
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